ST.  FIDELIS  CHURCH 
"Cathedral  of  the  Plains" 
Victoria,  Kansas  67671 

11/2  miles  south  of  Interstate  70  in  North-West 
Kansas.  Built  1908-1911  by  its  parishoners,  220 
feet  long,  towers  141  feet  high,  with  a  seating 
capacity  of  more  than  1000. 
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